DOCKETED ITEMS      35
9503050241 Forwards 841026 Generic Ltr 84-23 re inadequate core cooling.not received by facility staff.Response requested within 30 days of receipt of ftr. VASSALLO.D.B. Operating Reactors Branch 2. 85/02/12. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29224:358-29224:361.
8503060121 Advises that 850914 application for amend to License DPR-33, changing Tech Specs to delete Containment Isolation Valve FCV 69-12 denied.Requested amend violates FSAR.
VASSALLO.D.B. Operating Reactors Branch 2. 85/02/15. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29246:358-29246:359.
8503050415 Submits addl info re 841221 request for exemption from test interval requirements of 10CFR50,App J.Extension of operation until 850712 requested due to possible unplanned trips of Unit 1 or extensions in outage for Unit 2. HUFHAM.J.W. Tennessee Valley Authority. 85/02/22. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29206:015-29206:016.
8503040273 Application for amends to Licenses DPR-33, DPR-52 & DPR-68, changing Tech Specs by deleting refs to RHR sys inter-unit crosstie capability.Fee paid. HUFHAM.J.W. Tennessee Valley Authority. 85/02/25. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 4pp. 29184:020-29184:038.
-3503040278 Proposed Tech Specs deleting refs to RHR sys inter-unit crosstie capability. * Tennessee Valley Authority. 85/02/25. 15pp. 29184:024-29184:038.
8503050362 Forwards response to Generic Ltr 84-24, "Certification of Compliance to 10CFR50.49,Environ Qualification of Electric Equipment Important to Safety..." for Browns Ferry & Sequoyah.Extended response date noted.
HUFHAM.J.W. Tennessee Valley Authority. 85/02/25. THOMPSON.H. Division of Licensing. 4pp. 29206:175-29206:178.
8503040085 Advises that 850111 request for extension of deadline to 851130 for compliance     W/10CFR50.49      re     electrical      equipment     environ      qualification withdrawn.Extension modified to allow operation until 850712. DOMER.J.A. Tennessee Valley Authority. 85/02/26. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29183:207-29183:208.
8503050478 Responds to RM Diggs 850117 & 0211 Itrs re determination of fees for const extension requests.Util supports NRC determination & will submit fees. HUFHAM.J.W. Tennessee Valley Authority. 85/02/27. MILLER.W.O. License Fee Management Branch. 1p. 29209:195-29209:195.
8503210282 Forwards info on sites selected for evaluation for establishment of VHF radio communications sys, per 850221 request.
COLLINS.D.M. Region 2, Office of Director. 85/02/27. HERMAN.D. Interior.Deptof, Bureau of Land Management. 10pp. 29478:326-29478:335.
8503120050 Forwards response to 841031 request for addl info re reactor protection sys power monitoring sys design mods.Response to Question 3 re control relays reflects adequacy of design.
SHELL.R.H. Tennessee Valley Authority. 85/03/01. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 5pp. 29323:032-29323:036.
8503260465 Forwards addl info supporting 850111 request for extension of 10CFR50.49 deadline to 851130,per 850228 meeting.lnfo discussed during 850311 telcon.Startup projected for Aug 1985.Approval of extension not needed before 850331.
DOMER.J.A. Tennessee Valley Authority. 85/03/15. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 321pp. 29508:023-29508:343.
8503250171 Submits supplemental response to request for addl info re NUREG-0313.Results of delta ferrite readings taken on A 351 CF8M casting RHR stainless valves for Unit 2 provided, completing commitment in Item 2.b of util 821220 Itr. DOMER.JA Tennessee Valley Authority. 85/03/19. DENTON.H.R. Office of Nuclear Reactor Regulation, Director. 2pp. 29492:176-29492:177.
8503270500 Application for amends to Licenses DPR-33,DPR-52 & DPR-68 revising Tech Specs for pressure-temp limit curves by limiting temps for pressure test.heatup & cooldown & core operations.
HUFHAM.J.W. Tennessee Valley Authority. 85/03/20. VASSALLO.D.B. Operating Reactors Branch 2. 2pp. 29520:296-29520:297.
-6503270508 Proposed Tech Specs for pressure-temp limit curves.limiting temps for
pressure test.heatup & condition & core operations. * Tennessee Valley Authority. 85/03/20.11pp,
1pp. 29520:298-29520:308.
-8503270511 "Browns Ferry Core Region Matls Info (Units 1,2 & 3)." * Babcock & Wilcox Co. BAW-1845. 84/08/31. 122pp. 29520:309-29
, 122pp. 29520:309-29521:070.
Q. Inspection reports, IE Bulletins & correspondence
8503010377 Advises that issuance of div policy re incorporation of CFR changes into corporate   &   plant   level   procedures   will   be   delayed   until   841207   due   to reorganization^ Insp Repts 50-259/83-38,50-260/83-38 & 50-296/83-38. MILLS.LM. Tennessee Valley Authority. 84/09/04. O'REILLY,J.P. Region 2, Office of Director. 1 p. 29161:280-29161:280.
8503010249 Submits revised response to (terns 4 & 5 re violations noted in Insp Repts 50-259/84-10,50-260/84-10 & 50-296/84-10. Computer based procedure review & rev tracking sys being developed.Procedure revs will be completed by 850131. MILLS.LM. Tennessee Valley Authority. 84/09/10. O'REILLY.J.P. Region 2, Office of Director. 2pp, 29163:087-29163:088.
8503010113 Informs that full compliance for violations noted in Insp Rept 84-31 will be achieved by 841121,not 841119 as stated in LM Mills 841019 Itr. DOMER.JA Tennessee Valley Authority. 84/11/19. O'REILLY.J.P. Region 2, Office of Director. 1 p. 29158:121-29158:121.
8503060111  Forwards Insp  Repts 50-259/84-51,50-260/84-51   & 50-296/84-51   on 841210-14.No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/14. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29252:004-29252:010.
-8503060120 Insp Repts 50-259/84-51,50-260/84-51 & 50-296/84-51 on 841210-14.No violation or deviation nqted.Major areas inspected:data review & evaluation & observation of work & work activities for Generic Ltr 84-11.
COLEY.J.L, BLAKE.JJ. Region 2, Office of Director. 85/01/09. 5pp. 29252:006-29252:010.
8503060586 Forwards Insp Repts 50-259/84-53,50-260/84-53 & 50-296/84-53 on 841126-1225.No violations or deviations identified.
VERRELLI.D.M. Region 2, Office of Director. 85/01/15. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29248:161-29248:170.
-8503060591 Insp Repts 50-259/84-53,50-260/84-53 & 50-296/84-53 on 841126-1225.No violations or deviations noted.Major areas inspected:operational safety.maint observation,surveillance observation & ROs.
PAULK.G.L, PATTERSON.CA, CANTRELL.F.S. Region 2, Office of Director 85/01 / 14. 8pp. 29248:163-29248:170.
8503070340 Forwards Insp Repts 50-259/84-50,50-260/84-50 & 50-296/84-50 on 841210-14.No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/01/16. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29266:041-29266:042.
-8503070349 Insp Repts 50-259/84-50,50-260/84-50 & 50-296/84-50 on 841210-14.No violation or deviation noted.Major areas inspected:post-trip review.equipment classification.vendor interface & post-maint testing & mods
FOSTER.LE., DAVIS.M.J.. MERRIWEATHER.N. Region 2, Office of Director. 85/01 / 14. 15pp. 29266:043-29266:057.
8503070052 Confirms 850130 telcon w/JA Coffey re 850207 enforcement conference at Region II ofc to review apparent violations involving operability of safety equipment & status of maint improvement program. O'REILLY.J.P. Region 2, Office of Director 85/02/01. PARRIS.H.G. Tennessee Valley Authority. 3pp. 29267:355-29267:357.
-8503070057 Notification of 850207 significant licensee meeting w/util in Region II ofc to discuss status of maint improvement program & to review evaluation of apparent violation involving operability of safety equipment
*  Region 2, Office of Director. 85/02/01. Region 2, Office of Director. 1p. 29267-358-29267:358.
8503070430 Discusses policy re proprietary review of insp repts. Licensee responsible for informing inspector if matls considered proprietary.
OLSHINSKI.J.A. Region 2, Office of Director. 85/02/05. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29265:361 -29265:362.
8503050024 Ack receipt of 850118 Itr informing NRC of steps taken to correct violations noted in Insp Repts 50-259/84-48, 50-260/84-48 & 50-296/84-48. VERRELLI.D.M. Region 2, Office of Director. 85/02/07. PARRIS.H.G. Tennessee Valley Authority. 1p. 29222:001-29222:018.
-8503050030 Responds to NRC 841219 Itr re violations noted in Insp Repts 50-259/84-48.50-260/84-48 & 50-296/84-48.Corrective actions: verbal contact made w/shitt engineer to correct clearance sheet as noted.
LAMBERT.D.L Tennessee Valley Authority. 85/01/18. O'REILLY.J.P. Region 2, Office of Director. 4pp. 29222:002-29222:005.                                                     y
-8503050034 Forwards Insp Repts 50-259/84-48,50-260/84-48 & 50-296/84-48 on 841026-1125 & notice of violation. VERRELLI.D.M. Region 2, Office of Director. 84/12/19. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29222:006-29222:018.
-8503050037 Notice of violation from insp on 841026-1125.
*  Region 2, Office of Director. 84/12/19. 2pp. 29222:008-29222:009.
-8503050049 Insp Repts 50-259/84-48,50-260/84-48 & 50-296/84-48 on 841026-1125.Violation noted.-failure to follow tag clearance procedures for valve hand wheel. PAULK.G.L, PATTERSON.CA, DEBS.B.T. Region 2, Office of Director. 84/12/17. 9pp. 29222:010-29222:018.
8503060170 Forwards Insp Repts 50-259/84-45,50-260/84-45 & 50-296/84-45 on 841022-1101 .Violation noted.Violations under consideration for escalated enforcement action.Results will be sent under separate cover.
GRACE.J.N. Region 2, Office of Director. 85/02/11, PARRIS.H.G. Tennessee Valley Authority, 2pp, 29251:238-29251:247.
-8503060180 Insp Repts 50-259/84-45,50-260/84-45 & 50-296/84-45 on 841022-1101.Violation noted:failure to put floor drain sump level transmitter 3-LT-77-1A in svc prior to reactor operation.
PAULK.G.L., PATTERSON.CA, POERTNER.W.K. Region 2, Office of Director. 85/ 02/08. 8pp. 29251:240-29251:247.
8503060166 Forwards Insp Repts 50-259/85-04,50-260/85-04 & 50-296/85-04 on 850122-25.No violation or deviation noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/13. PARRIS.H.G. Tennessee Valley Authority. 2pp. 29250:350-29250:356.
-8503060182 Insp Repts 50-259/85-04,50-260/85-04 & 50-296/85-04 on 850122-25.No violation or deviation noted.Major areas inspected:surveillance testing & maint of MSIV & closeout of IE Bulletin 80-25.
SCHNEBLI.GA, JAPE.F, Region 2, Office of Director. 85/02/11. 5pp. 29250:352-29250:356.
8503040118 EN-85-Q17:on 850227,notice of violation & proposed imposition of civil penalties !n amount of $150,000 will be issued Action based on 841022 violations of Tech Specs associated w/Unit 3 reactor startup.
BEACH.B., AXELRAD.J. Director's Office, Office of Inspection and Enforcement 85/ 02/22. 1p. 29184:293-29184:293.
8503210132 Forwards Insp Repts 50-259/85-02,50-260/85-02 & 50-296/85-02 on 850121-25. No violations or deviations noted.
VERRELLI.D.M. Region 2, Office of Director. 85/02/26. PARRIS.H.G. Tennessee Valley Authority. 1p. 29478:010-29478:021.
-8503210138 Insp Repts 50-259/85-02,50-260/85-02 & 50-296/85-02 on 850121-25.No violation or deviation noted.Major areas inspectedidesign program & test pro-
gram. SMITH
SMITH.C.. UPRIGHT.C.M. Region 2, Office of Director. 85/02/21. 11pp. 29478:011-29478:021.